Index to Volume 13: 


1987 


Author Index 


Cole, Harvey P. 102 
Cooper, H. Douglas 182 
Corsi, Andrea 112 

Cotran, Paul 277 

Craig, Mindy R. 50 
Cunha, MarceloC. 107 
Delcourt, J.C. 

Donn, Anthony 222 
Donnenfeld, Eric D. 42, 161 
Donshik, Peter C. 174 
Donzis, Paul B. 102, 182 
Duldig, Daniel I. 152 
Efron, Nathan 152 

Elliot, James H. 272 
Emery, Keith 105 
Erickson, Paul 165 

Farber, Marilyn D. 197 
Finnemore, Victor M. 207, 259 
Fowler, Sherry A. 207, 259 
Franke, James W. 119 
Garland, Marvin A. 179 
Genvert, GailI. 42, 107 
Head, W. Steven 272 
Holden, Brien A. 88 

Insler, Michael S. 149, 171, 182 
Jarvis, Vincent N. 235 
Jeffers, John B. 42 

Johns, Karla J. 272 

Jones, George H. 228 


Arentsen, Juan J. 107, 161 
Arrigg, Paul 105 

Asbell, Penny A. 235 
Bailey, lanL. 217 
Baldone, Joseph A. 102 
Bansal, Rajendra K. 185, 243 
Benefield, Donald W. 149 
BenEzra, David 46 
Bonanno, Joseph 31 
Bowling, J. Earl 50 
Braun, D. 177 

Brennan, Noel A. 152, 264 
Bruce, Adrian S. 152 
Bryant, Michael R. 238 
Caggiati, Alberto 112 
Caldwell, D.R. 88 


Cohen, Elisabeth J. 42, 107, 161 
Cohen, Evelyne 46 
Cohen, Kenneth L. 280 


Kastl, Peter R. 88, 102, 215 
Kaufman, Herbert E. 195 
Kenyon, Emily 31 

Kirby, Robert G. 215 
Koester, Charles J. 222 
Korb, Donald R. 207, 259 
Kwok, L. Stephen 88 
Laibson, Peter R. 107, 161 
Lamalle, D. 231 

Laroche, Roger R. 39 
Lempert, Philip 6 

Levine, Rebecca 235 
Libert, D. 231 


May, Shawno E. 182 
McCaffery, James M. 119 
McDonald, Jeannie L. 50 
McMahon, Timothy T. 197 
Miller, David 105, 229, 277 
Mills, Charles Z. 50 
Morgan, John F. 268 
Morton, Joan Marie 197 
O’Day, Denis M. 272 
Parlato, Cynthia J. 42 
Pe’er, Jacob 46 

Plesha, Michael E. 238 


Sarver, Morton D. 31 
Schoessler, John P. 157 
Sheets, John H. 67 
Starr, Michael B. 95 
Stein, Harold A. 253 
Susanna, Remo 117 
Swarbrick, Helen A. 88 
Sweeney, Deborah F. 88 
Tate, George W. 50 
Tauber, Shachar 171 
Thomassen, Thom S. 107 
Tripoli, Nancy K. 280 
Velinsky, Steven A. 238 
Weinstock, Frank J. 144 
Wilhelmus, Kirk R. 2i1 
Williams, Lewis 88 
Wolter, J. Reimer 59 


Subject Index 


Acanthamoeba 
Isolation and identification of Acanthamoeba 
in corneal tissue, 272 performance, 165 
Astigmatism 
Hard and soft contact lens fitting in infants, 


The application of research data to 
46 keratorefractive surgery, 280 


Aspheric contact lenses 
Optimizing aspheric and spheric rigid lens 


Bitoric rigid gas permeable lens fitting in 
highly astigmatic patients, 215 


Bifocal contact lenses 


The art of fitting bifocal contact lenses, 228 
Soft bifocal contact lens fitting with the 
Alges® lens, 174 


the CLAO journal - September 1987 - Volume 13, Number 5 
300 


“5 Allansmith, Mathea R. 207, 259 Polse, Kenneth A. 31 
ae Ames, Keith S. 165 Ricci, Federico 112 

Rice, Janet 102 

oe Romanchuk, K. 177 

Rose, Lionel 46 

. Ross, E. Victor 149 

m Ross, Robert N. 207, 259 

Russo, Norman J. 152 

Sampson, Whitney G. 82 

oe Santiago, Miguel 105 

Lippman, Jay I. 203 

Luistro, Angela 174 

ae Lusby, Franklin W. 119 

Maréchal-Courtois, C. 231 

ra Campbell, Robert C. 39 

Carney, LeoG. 264 

| Cavanagh, H. Dwight 194 

tas Cavanagh, Karen 195 

Cerulli, Luciano 112 

i. Clarke, Gerald P. 238 

a Clayton, Theresa 105 

Clemons, Carol S. 161 


Index to Volume 13: 


1987 


Author Index 


Cole, Harvey P. 102 
Cooper, H. Douglas 182 
Corsi, Andrea 112 

Cotran, Paul 277 

Craig, Mindy R. 50 
Cunha, MarceloC. 107 
Delcourt, J.C. 

Donn, Anthony 222 
Donnenfeld, Eric D. 42, 161 
Donshik, Peter C. 174 
Donzis, Paul B. 102, 182 
Duldig, Daniel I. 152 
Efron, Nathan 152 

Elliot, James H. 272 
Emery, Keith 105 
Erickson, Paul 165 

Farber, Marilyn D. 197 
Finnemore, Victor M. 207, 259 
Fowler, Sherry A. 207, 259 
Franke, James W. 119 
Garland, Marvin A. 179 
Genvert, GailI. 42, 107 
Head, W. Steven 272 
Holden, Brien A. 88 

Insler, Michael S. 149, 171, 182 
Jarvis, Vincent N. 235 
Jeffers, John B. 42 

Johns, Karla J. 272 

Jones, George H. 228 


Arentsen, Juan J. 107, 161 
Arrigg, Paul 105 

Asbell, Penny A. 235 
Bailey, lanL. 217 
Baldone, Joseph A. 102 
Bansal, Rajendra K. 185, 243 
Benefield, Donald W. 149 
BenEzra, David 46 
Bonanno, Joseph 31 
Bowling, J. Earl 50 
Braun, D. 177 

Brennan, Noel A. 152, 264 
Bruce, Adrian S. 152 
Bryant, Michael R. 238 
Caggiati, Alberto 112 
Caldwell, D.R. 88 


Cohen, Elisabeth J. 42, 107, 161 
Cohen, Evelyne 46 
Cohen, Kenneth L. 280 


Kastl, Peter R. 88, 102, 215 
Kaufman, Herbert E. 195 
Kenyon, Emily 31 

Kirby, Robert G. 215 
Koester, Charles J. 222 
Korb, Donald R. 207, 259 
Kwok, L. Stephen 88 
Laibson, Peter R. 107, 161 
Lamalle, D. 231 

Laroche, Roger R. 39 
Lempert, Philip 6 

Levine, Rebecca 235 
Libert, D. 231 


May, Shawno E. 182 
McCaffery, James M. 119 
McDonald, Jeannie L. 50 
McMahon, Timothy T. 197 
Miller, David 105, 229, 277 
Mills, Charles Z. 50 
Morgan, John F. 268 
Morton, Joan Marie 197 
O’Day, Denis M. 272 
Parlato, Cynthia J. 42 
Pe’er, Jacob 46 

Plesha, Michael E. 238 


Sarver, Morton D. 31 
Schoessler, John P. 157 
Sheets, John H. 67 
Starr, Michael B. 95 
Stein, Harold A. 253 
Susanna, Remo 117 
Swarbrick, Helen A. 88 
Sweeney, Deborah F. 88 
Tate, George W. 50 
Tauber, Shachar 171 
Thomassen, Thom S. 107 
Tripoli, Nancy K. 280 
Velinsky, Steven A. 238 
Weinstock, Frank J. 144 
Wilhelmus, Kirk R. 2i1 
Williams, Lewis 88 
Wolter, J. Reimer 59 


Subject Index 


Acanthamoeba 
Isolation and identification of Acanthamoeba 
in corneal tissue, 272 performance, 165 
Astigmatism 
Hard and soft contact lens fitting in infants, 


The application of research data to 
46 keratorefractive surgery, 280 


Aspheric contact lenses 
Optimizing aspheric and spheric rigid lens 


Bitoric rigid gas permeable lens fitting in 
highly astigmatic patients, 215 


Bifocal contact lenses 


The art of fitting bifocal contact lenses, 228 
Soft bifocal contact lens fitting with the 
Alges® lens, 174 


the CLAO journal - September 1987 - Volume 13, Number 5 
300 


“5 Allansmith, Mathea R. 207, 259 Polse, Kenneth A. 31 
ae Ames, Keith S. 165 Ricci, Federico 112 

Rice, Janet 102 

oe Romanchuk, K. 177 

Rose, Lionel 46 

. Ross, E. Victor 149 

m Ross, Robert N. 207, 259 

Russo, Norman J. 152 

Sampson, Whitney G. 82 

oe Santiago, Miguel 105 

Lippman, Jay I. 203 

Luistro, Angela 174 

ae Lusby, Franklin W. 119 

Maréchal-Courtois, C. 231 

ra Campbell, Robert C. 39 

Carney, LeoG. 264 

| Cavanagh, H. Dwight 194 

tas Cavanagh, Karen 195 

Cerulli, Luciano 112 

i. Clarke, Gerald P. 238 

a Clayton, Theresa 105 

Clemons, Carol S. 161 


Specialty contact lenses, 253 
Bitoric contact lenses 
Bitoric rigid gas permeable lens fitting in 
highly astigmatic patients, 215 
Book Reviews 
Glaucoma, 185 
Circumferential keratotomy 
The application of research data to kerato- 
refractive surgery, 280 
Commentary 
And not a shot has been fired, 82 
Computer-aided design 
Computer-aided surgical design in refractive 
keratotomy, 238 
Computers 
An introduction to computer spreadsheets, 6 
Conrad Berens Memorial Lecture 
Specialty contact lenses, 253 
Contact lens design 
Optimizing the thickness-water content 
relationship for hydrogel lenses, 264 
Contact lens deposits 
Coatings on the surface of siloxane gas 
permeable lenses worn by keratoconic 
patients: A scanning electron microscope 
study, 207 
The surface of worn siloxane-PMMA gas 
permeable lenses: A scanning electron 
microscope study, 259 
Contact lenses 
Bitoric rigid gas permeable lens fitting in 
highly astigmatic patients, 215 
The Boston™ IV material for extended wear 
in myopia, 203 
Coatings on the surface of siloxane gas 
permeable lenses worn by keratoconic 
patients: A scanning electron microscope 
study, 207 
Complications associated with soft contact 
lens use, 107 
Corneal endothelium following 20 years of 
PMMA contact lens wear, 157 
Dehydration of hydrogel lenses under normal 
wearing conditions, 152 
Effectiveness of the Opti-mis® System in 
differentiating PMMA from rigid gas 
permeable contact lenses, 197 
Gas permeable hard contact lens extended 
wear: Ocular and visual responses to a 
6-month period of wear, 31 
Hard and soft contact lens fitting in infants, 
46 
Intracorneal hemorrhage ind:ced by chronic 
extended wear of a soft contact lens, 39 
Isolation and identification of Acanthamoeba 
in corneal tissue, 272 
Microbial keratitis in graft vs. host disease, 
171 
A new technique for teaching retinoscopy, 
105 
Optimizing aspheric and spheric rigid lens 
performance, 165 
Optimizing the thickness-water content 
relationship for hydrogel lenses, 264 
Opti-Soft™ for the care of soft contact lenses: 
A triphasic, one-year clinical evaluation, 
268 
Paecilomyces lilacinus keratitis: Two case 
reports in extended wear contact lens 
wearers, 95 
Piggyback fitting in corneal scarring, 177 
A prospective study of emergency room visits 
for contact lens related problems, 42 
Pseudomonas ulcers following patching of 


corneal abrasions associated with contact 
lens wear, 161 
Review of clinical experience with microbial 
keratitis associated with contact lenses, 211 
Soft bifocal contact lens fitting with the 
Alges® lens, 174 
Specialty contact lenses, 253 
The surface of worn siloxane-PMMA gas 
permeable lenses: A scanning electron 
microscope study, 259 
A 20-year retrospective study of the use of 
contact lenses in keratoconus, 102 
Contact lens solutions 
Opti-Soft™ for the care of soft contact lenses: 
A triphasic, one-year clinical evaluation, 
268 
Cornea 
An adaptation of the Topcon slit lamp for 
photokeratoscopy, 277 
Isolation and identification of Acanthamoeba 
in corneal tissue, 272 
Corneal abrasions 
Pseudomonas ulcers following patching of 
corneal abrasions associated with contact 
lens wear, 16! 
Corneal apex 
An aid for locating the corneal apex with the 
ophthalmometer, 229 
Corneal edema 
Hyperosmolar solutions and corneal edema, 
149 
Corneal endothelium 
Corneal endothelium following 20 years of 
PMMA contact lens wear, 157 
Endothelial changes in experimental corneal 
dehydration: The specular and scanning 
electron microscopy appearances, 112 
Hyperosmolar solutions and corneal edema, 
149 
Macrophage reaction on the corneal 
endothelium in pseudophakic keratopathy, 
59 
PMMA and corneal endothelium, 88 
Corneal epithelium 
Hyperosmolar solutions and corneal edema, 
149 
Corneal grafts 
Endothelial blebs in clear corneal grafts fitted 
with soft contact lenses, 231 
Corneal topography 
The application of research data to 
keratorefractive surgery, 280 
Corneal ulcers 
Complications associated with soft contact 
lens use, 107 
A prospective study of emergency room visits 
for contact lens related problems, 42 
Cornea/tear film 
Accuracy and reproducibility of keratometer 
readings, 50 
Endothelial blebs in clear corneal grafts fitted 
with soft contact lenses, 231 
Endothelial changes in experimental corneal 
dehydration: The specular and scanning 
electron microscopy appearances, 112 
Hyperosmolar solutions and corneal edema, 
149 
Isolation and identification of Acanthamoeba 
in corneal tissue, 272 
Manual vs. automated keratometry: A 
comparison, 235 
Current practice 
An adaptation of the Topcon slit lamp for 
photokeratoscopy, 277 


An aid for locating the corneal apex with the 
ophthalmometer, 229 

The art of fitting bifocal contact lenses, 228 

Monovision and related techniques in the 
management of presbyopia, 179 


Editorials 


Extended Wear—What Happened? 194 
Medical writing: Is it worth the effort? 144 


Endothelial blebs 


Endothelial blebs in clear corneal grafts fitted 
with soft contact lenses, 231 


Epikeratophakia 


Corneal thickness and curvature in infants, 
182 


Extended wear contact lenses 


The Boston™ IV material for extended wear 
in myopia, 203 

Gas permeable hard contact lens extended 
wear: Ocular and visual responses to a 
6-month period of wear, 31 

Intracorneal hemorrhage induced by chronic 
extended wear of a soft contact lens, 39 

Paecilomyces lilacinus keratitis: Two case 
reports in extended wear contact lens 
wearers, 95 


Extracapsular cataract extraction 


A step beyond ECCE, 67 
Field of fixation 
The field of view of the ocular telephoto 
system: A response, 222 
Field of view 
Critical view of an ocular telephoto system, 
217 
Finite element method 
Computer-aided surgical design in refractive 
keratotomy, 238 
Fungal keratitis 
Paecilomyces lilacinus keratitis: Two case 
reports in extended wear contact lens 
wearers, 95 
Gas permeable hard contact lenses 
Bitoric rigid gas permeable lens fitting in 
highly astigmatic patients, 215 
Effectiveness of the Opti-mis® System in 
differentiating PMMA from rigid gas 
permeable contact lenses, 197 
Gas permeable hard contact lens extended 
wear: Ocular and visual responses to a 
6-month period of wear, 31 
Optimizing aspheric and spheric rigid lens 
performance, 165 
Glaucoma 
Laser iridectomy in dark brown irides: A new 
approach, 243 
Graft vs. host disease 
Microbial keratitis in graft vs. host disease, 
171 
Hard contact lenses 
Gas permeable hard contact lens extended 
wear: Ocular and visual responses to a 
6-month period of wear, 31 
Hard and soft contact lens fitting in infants, 


46 
Hydrogel contact lenses 
Dehydration of hydrogel lenses under normal 
wearing conditions, 152 
Optimizing the thickness-water content 
relationship for hydrogel lenses, 264 
Hyperosmolar solutions 
Hyperosmolar solutions and corneal edema, 
149 
Hypoxia 
Corneal endothelium following 20 years of 
PMMA contact lens wear, 157 


the CLAO journal - September 1987 - Volume 13, Number 5 


301 


ie 

| 
| : 
| 
| 
| 
: 
: | 
| 
| 
| 


Infants’ corneas 
Corneal thickness and curvature in infants, 
182 
Intracorneal hemorrhage 
Intracorneal hemorrhage induced by chronic 
extended wear of a soft contact lens, 39 
Intraocular lenses 
Clinical comparison of manual and automated 
keratometry in a geriatric population, 119 
Critical view of an ocular telephoto system, 
217 
The field of view of the ocular telephoto 
system: A response, 222 
Implantation of an intraocular lens in a case 
of nanophthalmos, 117 
Macrophage reaction on the corneal 
endothelium in pseudophakic keratopathy, 
59 
A step beyond ECCE, 67 
IOL power calculations 
Clinical comparison of manual and automated 
keratometry in a geriatric population, 119 
Iridectomy 
Laser iridectomy in dark brown irides: A new 


Isolation and identification of Acanthamoeba 
in corneal tissue, 272 
Keratoconus 
Coatings on the surface of siloxane gas 
permeable lenses worn by keratoconic 
patients: A scanning electron microscope 
study, 207 
A 20-year retrospective study of the use of 
contact lenses in keratoconus, 102 
Keratometry 
Accuracy and reproducibility of keratometer 
readings, 50 
An aid for locating the corneal apex with the 
ophthalmometer, 229 
Clinical comparison of manual and automated 
keratometry in a geriatric population, 119 
Manual vs. automated keratometry: A 
comparison, 235 
Keratorefractive surgery 
The application of research data to 
keratorefractive surgery, 280 
Computer-aided surgical design in refractive 
keratotomy, 238 
Corneal thickness and curvature in infants, 
182 
Keratoscope 
An adaptation of the Topcon slit lamp for 
photokeratoscopy, 277 
Letters to the Editor 
Automated keratometry, 195 
PMMA and corneal endothelium, 88 
Low vision aids 
Critical view of an ocular telephoto system, 
217 
The field of view of the ocular telephoto 


system: A response, 222 
Macrophage reaction 
Macrophage reaction on the corneal 
endothelium in pseudophakic keratopathy, 
59 
Microbial keratitis 
Microbial keratitis in graft vs. host disease, 
171 
Review of clinical experience with microbial 
keratitis associate! with contact lenses, 211 
Monovision 
Monovision and related techniques in the 
management of presbyopia, 179 
Nanophthalmos 
Implantation of an intraocular lens in a case 
of nanophthalmos, 117 
Nd:YAG lasers 
Laser iridectomy in dark brown irides: A new 
approach, 243 
Ocular telephoto systems 
Critical view of an ocular telephoto system, 
217 
The field of view of the ocular telephoto 
system: A response, 222 
Opti-mis® system 
Effectiveness of the Opti-mis® System in 
differentiating PMMA from rigid gas 
permeable contact lenses, 197 
Oxygen transmissibility 
Opti mizing the thickness-water content 
relationship for hydrogel lenses, 264 
Paecilomyces lilacinus 
Paecilomyces lilacinus keratitis: Two case 
reports in extended wear contact lens 
wearers, 95 
Pediatric contact lenses 
Hard and soft contact lens fitting in infants, 
46 
Phacoemulsification 
A step beyond ECCE, 67 
Photogrammetry 
The application of research data to 
keratorefractive surgery, 280 
Piggyback contact lenses 
Piggyback fitting in corneal scarring, 177 
PMMA 


Effectiveness of the Opti-mis® System in 
differentiating PMMA from rigid gas 
permeable contact lenses, 197 

PMMA and corneal endothelium, 88 

Polyquad® 

Opti-Soft™ for the care of soft contact lenses: 
A triphasic, one-year clinical evaluation, 
268 

Presbyopia 

Monovision and related techniques in the 
management of presbyopia, 179 

Soft bifocal contact lens fitting with the 
Alges® lens, 174 

Specialty contact lenses, 253 

Pressure patching 


Pseudomonas ulcers following patching of 
corneal abrasions associated with contact 
lens wear, 161 
Pseudomonas 
Pseudomonas ulcers following patching of 
corneal abrasions associated with contact 
lens wear, 161 
Pseudophakic keratopathy 
Macrophage reaction on the corneal 
endothelium in pseudophakic keratopathy, 
59 
Radial keratotomy 
Computer-aided surgical design in refractive 
keratotomy, 238 
Refractometer, hand 
Dehydration of hydrogel lenses under normal 
wearing conditions, 152 
Retinoscopy 
A new technique for teaching retinoscopy, 
105 
Silicone acrylate 
The Boston™ IV material for extended wear 
in myopia, 203 
Siloxane gas permeable contact lenses 
Coatings on the surface of siloxane gas 
permeable lenses worn by keratoconic 
patients: A scanning electron microscope 
study, 207 
Siloxane-PMMA gas permeable lenses 
The surface of worn siloxane-PMMA gas 
permeable lenses: A scanning electron 
microscope study, 259 
Slit lamp 
An adaptation of the Topcon slit lamp for 
photokeratoscopy, 277 
Soft contact lenses 
Complications associated with soft contact 
lens use, 107 
Endothelial blebs in clear corneal grafts fitted 
with soft contact lenses, 231 
Hard and soft contact lens fitting in infants, 
46 
Intracorneal hemorrhage induced by chronic 
extended wear of a soft contact lens, 39 
Soft bifocal contact lens fitting with the 
Alges® lens, 174 
Specific gravity 
Effectiveness of the Opti-mis® System in 
differentiating PMMA from rigid gas 
permeable contact lenses, 197 
Specular microscopy 
Corneal endothelium following 20 years of 
PMMA contact lens wear, 157 
Thimerosal 
Opti-soft™ for the care of soft contact lenses: 
A triphasic, one-year clinical evaluation, 
268 
Tinted contact lenses 
Specialty contact lenses, 253 


the CLAO journal + September 1987 - Volume 13, Number 5 


302 


q 

approach, 243 

Keratitis 

x 


